Create the Perfect Oasis: Fake Grass 
Installation Made Easy! 


We all dream of having a perfect outdoor oasis in our backyard, but sometimes it 
can be hard to maintain. Fake grass is an increasingly popular way to create your 
own personal paradise, with numerous benefits such as no watering 
requirements, low maintenance upkeep and all-year-round green lawns that stay 
pristine regardless of the weather. Installing fake grass yourself can save you 
money on expensive installation services! In this blog post, we've put together 
some essential tips for successfully installing fake grass for a professionally 
finished look with ease. Call Artificial Grass Newcastle Experts for artificial turf! 


An introduction to the benefits of fake grass installation 


As homeowners and business owners become increasingly concerned with 
environmental impact, the popularity of artificial grass installation has been on 
the rise. Not only does it save water, but it also eliminates the need for pesticides 
and fertilisers that can seep into our groundwater. In addition, fake grass requires 
no mowing, significantly reducing lawn maintenance's carbon footprint. And the 
benefits dont stop there. With artificial grass, property owners no longer have to 
worry about patchy lawns, mud, or allergies to grass pollen. Instead, they can 
enjoy a lush, green landscape year-round without the typical maintenance 
associated with natural grass. 


A step-by-step guide to easily install your faux grass 


Installing artificial grass is a great way to add value to your home and create a 
beautiful, low-maintenance outdoor space. Installing your faux grass can seem 
daunting, but it can be a smooth and easy process with the proper steps and 
tools. The first step is to measure the area where you want to install the artificial 
grass, making sure to account for any curves or irregularities. The next step is to 
clear any debris and weeds and lay down a weed barrier and base material. 
Finally, lay down the artificial grass according to the manufacturer's instructions 
and add any finishing touches like infill or edging. 


Tips on selecting the correct type of artificial grass for your 
needs 


Artificial grass has become increasingly popular due to its low maintenance and 
convenience. However, selecting the correct type of artificial grass for your needs 
can be daunting. With several options available in the market, it's easy to get 
overwhelmed. The first and most crucial step is considering factors such as the 
location, budget, and purpose. For instance, if you're looking for artificial grass 
for your garden or balcony, you'll want a type that is durable and long-lasting and 
can withstand harsh weather conditions. On the other hand, if you're looking for 
artificial grass for a sports field, you'll need to focus on durability and flexibility. 
It's essential to research thoroughly and engage professionals who can guide you 
in selecting the correct type of artificial grass for your needs. With proper 
selection, artificial grass can change the look and feel of your desired space and 
add convenience to your life. 


Decorating with artificial turf 


In today's fast-paced world, have a place where you can relax and unwind. And 
what better place than your backyard? With artificial grass, you can transform 


your outdoor space into a beautiful oasis without the hassle of maintenance that 
comes with natural grass. There are countless ways to incorporate artificial grass 
into your outdoor decor, from creating a cozy seating area to adding a putting 
green. With its realistic look and feel, artificial grass is the perfect solution for 
creating a low-maintenance yet stunning outdoor space. So why not add a touch 
of green to your backyard and enjoy your own personal oasis all year round? 


Maintenance advice 


Artificial grass is a popular, low-maintenance option for homeowners who want a 
perfect-looking lawn without constant upkeep. However, to keep your investment 
looking fresh and vibrant, you should keep a few maintenance tips in mind. First, 
regularly sweep or hose down the surface to keep debris from embedding in the 
turf. Second, use a specialised artificial turf cleaner to remove stains and odours. 
Third, avoid placing hot objects like grills or fire pits directly on the grass, which 
can cause melting or burning. Lastly, it's important to regularly fluff up the blades 
of the grass to keep them standing upright. 


The environmental impact - why choosing fake grass is a 
green choice 


In today's world, environmental issues are at the forefront of everyone's mind. We 
are constantly searching for ways to reduce our carbon footprint and preserve 
the world around us. One way to make a significant impact is by choosing an 
eco-friendly alternative to the everyday products in our lives. Enter artificial grass 
- a sustainable choice that can serve as a green solution for landscaping needs. 
Compared to the traditional watering, mowing, and fertilising of natural grass, 
artificial grass requires no upkeep, resulting in a considerable reduction in water 
consumption, carbon emissions, and chemical waste. 


Get a Greener Garden with Newcastle's Experts 
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All in all, installing artificial grass can change not just your garden but also your 
entire lifestyle. From enhanced Aesthetic appeal to improved comfort & 
convenience, and of course, its environmental benefits - the advantages of fake 
grass installation are multiple! Spicing up the look and feel of your outdoor space 
with lush green artificial turf is super easy. Once you know the easy steps 
required for faux grass installation, it takes less than a day or two to install it 
yourself, not to forget how incredible results you can expect from it year after 
year without any extra maintenance. But of course, should you need professional 


help — Artificial Grass Newcastle Experts are just one call away! 


